Approved For Release 2000/08/16 : CIA-RDP81 B00878R00050Q) 60044-7 
w 


HOS COPY 


WORK ORDER REQUEST 


29 OCTor nn 1954 


TOs FP 
a7 ae STATOTHR 
FROM: RGW 
ITEM PART NUMBER SERIAL NBR UNIT CTY 
te 2400 2h mh Ise 
a F2h,00—6 506 FA por P28 Dee 
Re ee 9506 

COTM P TE aera Oem nines f 
ITEM #1: RETURNED FOR MODIFICATION TO F2400-6 
ITEM #2: RETURNED FOR IRAN (Inspection and Repair As Needed) 
NOTE: RETURN EACH REGULATOR TAGGED OR OTHER WISE MARKED TO INDICATS 

THE DATE THE REPAIR IS COMPLETED. EACH REGULATOR MUST BE 

SUITABLY PACKAGED FOR STORAGE AND THE OWTER CONTAINER MARKED 

TO INDICATE THE SERIAL NUMBER OF THE REGULATOR; THE DATE 

REPAIR WAS COMPLETED; AND THE RE-INSPECTION DATE RECOMMENDED 

IN THE EVENT THAT THE REGULATOR REMAINS IN STORAGE FOR A 

PROLONGED PERIOD. 
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